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State Ot Mi nmesota 
Mirnesola Zoological Garden 
13000 Zoo Boulevard 
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Type ROUTINE INSPECTION 
Dale Jur*-1S-£0i4 


This was an inspection oF the Zoomobile program conducted at Children's Hospdal in St. Paul, MN, 
No non-compllant items idcnlUlod during this Inspection. 

Inspection and exit brisling conducted with facility representative. 

End pf report. 
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